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ADDENDUM  TO  AW,  AL  REPORT  -  I960. 

FACTORIES  i-CTS,  1957  and  1948. 

Part  1  of  the  Act. 

(l)  INSPECTIONS  for  the  purposes  of  provisions  as  to  health 
( including  inspections  made  by  Puolic  Heal ch  Inspectors)* 

Number  of 


•Number 


Premises 

an 

Register  • 

Inspections 

Written  ; 

Occupiers  1 

1 

i 

_ 4 

Noti ces 

prosecuted 

1) 

Factories  in  which  Sections  1,2, 

( 

i 

1 

Nil 

3,  4  and  6  are  to  be  enforcod 

Nil 

** 

2) 

by  Local  Authorities 

Factories  not  included  in  (l)  in 
which  Section  7  is  enforcod  by 
the  Local  Authority 

1 

I 

t 

40  [ 

1 

i 

45 

t 

— 

i 

3) 

Other  Premises  in  which  Section 

7  is  enforcod  by  the  Local 
Authority  (excluding  out¬ 
workers’  premises) 

r — 1 

•H 

Nil 

l 

— 

! 

. 

i 

Total : 

o 

45 

-  ! 

* _ _ 1 

(2)  CASES  I1\T'"HICH  DEFECTS  ' 

:ere  found 

• 

• 

>  .  -  • 


Po.rticular  s 


Number  of  cases  in  which  efects  j  Number  of 

\/ere  found  !  cases  in  which 

*•  -  _  '  j  ’  1  prosecutions 

Referred  |  ^  , 

i  „  v:  u  i.iT  !  were  instituted 


To  H.H.  3y  H.M, 


J 

! 

Found'  Remedied  i  Inspector 

Inspector 

- - - - - * 

i 

» 

Yfant  of  Cleanliness  (S.l) 

3 

1 

3  i  “  i 

- 

•"  i 

i 

Overcrowding  (S.2) 

-  I 

"*  A 

] 

Uhroas  enable  temperature 

(S.3) 

\ 

-  i 

1 

1 

I 

j 

Inadequate  ventilation 

(S.4) 

| 

—  i 

1 

- — 

1 

„  « 

- 

- — -  -r 

T  otal : 

!■ 

3 

3 

- 

Part  VIII  of  the  Act. 

COUNCIL-BUHDiNGS 
SCARBOROUGH  ROAD 
NORTON ,  M  ALTON 
YORKSHIRE, 


OUTWORK  -  Sections  110  and  111. 

Nil  Return. 
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NORTON  URBAN  DISTRICT  COUNCIL, 


— ij,--4  }'Tx>  ■  ■  < 


ADDENDUM  TO  AM  AL  REPORT  -  1960. 
• - 

'FACTOR] 

it***  — 


'IES  ACTS,  1937  and  1948. 


,* 5 


Part  1  of  the  Act. 


(l)  INSPECTIONS  for  the  purposes  of  provisions  as  to  health 
(including  inspections  made  by  Public  Health  Inspectors): 


Premise: 


•Humber 

an 


Humber  of 


Register 

Inspections 

Writrten 

Occupiers 

1 

Noti ces 

prosecuted 

1) 

Factories  in  which  Sections  1,2, 

1 

1 

3,  4  and  6  are  to  be  enforced 
by  Local  Authorities 

Nil  | 

i 

Nil 

2) 

Factories  not  included  in  (l)  in 
which  Section  7  is  enforced  by 
the  Local  Authority 

1 

1 

i 

4°  ; 

45 

3)  Other  Premises  in  which  Section 

; 

! 

7  is  enforced  by  the  Local 
Authority  (excluding  out- 

l 

workers’  premises) 

Nil 

• 

Nil 

- 

Total : 

--------  .  ...  - 

40 

1 

45 

- - 

mm 

(2)  CASES  IN  WHICH  DEFECTS 

ERE  FOUND : 

Particulars 

Number  of  cases  in  which  efects 
verG  found 

Referred 

‘  To  H.H.  ,  3y  H.M. 
Found*  Remedied  <  Inspector  Inspector 

Number  of 
cases  in  which 
prosecutions 
were  instituted 

1 

i 

Want  of  Cleanliness  (S.l' 

3  3  ; 

Ovor crowd ing  ( S . 2 ) 

-  1  -  - 

t 

j 

Uhroasanablo  temperature 

(S.3) 

:  ; 

t 

** 

Inadequate  ventilation 

(S.4) 

:  1 

;  1 

!  !  ! 

»  i  "  •• 

mm 

. 

f 

f 

^  1 

t 

Total : 

3  3 

.  T  '  | 

J 

Part  VIII  of  the  Act. 


OUTWORK  -  Sections  110  and  111. 


COUNCIL-BUILDINGS 
SCARBOROUGH  ROAD 
NORTON ,  M ALTON 
YORKSHIRE. 


Nil  Return 
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Divisional  Health  Office, 
Bumby  Lane, 

Pocklington. 


Tel:  Pocklington  3226, 

To:  The  Chairman  and  Members  of  the 
Urban  District  Council  of  Norton 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  of  pr  seating  for  your  consideration  my 
Annual  Report  on  the  health  anc  sanitary  circumstances  of  your  district 
for  the  year  I960. 

As  will  be  seen  from  the  statistics,  the  Infant  Mortality 
rate  is  higher  than  usual  this  year  There  were  five  infant  deaths,  all 
of  which  occurred  in  the  first  seven  days  of  life.  In  three  cases  death 
was  due  to  prematurity  and  in  a  fourth  case  to  a  congenital  heart  defect. 

There  are  no  special  circumstances  affecting  the  district  to 
which  I  wish  to  call  attention  this  year. 

Once  again  I  should  like  to  thank  members  of  the  Public  Health 
Committee  for  their  support  and  the  staff  of  the  Health  and  other 
Departments  for  their  co-operation  and  assistance. 

I  am,  Ladies  and  Gentlemen, 

Your  obedient  servant, 


Wm.  TV ILSON , 


Medical  Officer  of  Health. 
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STATISTICS  ALT)  SOCIAL  CONDITIONS  OF  THE  AREA. 


Area  (in  acres) 

Number  of  inhabited  houses 
Registrar-General 1 s  estimate  of  population 
Rateable  Value 


£j 


2,399 

1,647 

4,340 

43,694 


Sum  represented  by  a  penny  rate 

VITAL  STATISTICS. 

£184. 

• 

0 

• 

0 

Live  Births: 

M. 

F. 

Total 

Legitimate 

38 

32 

70 

Illegitimate 

3 

2 

_5 

41 

34 

75 

Live  Births 

Number 

Rate  per  1,00-  population 

75 

15.50 

Illegitimate  Live  Births  per  cent  of  total 
Infant  Deaths  (deaths  under  1  year) 

Infant  Mortality  Rates 

live  births 

6.66 

5 

Total  infant  deaths  per  1,000  total  live 

biirths 

66.66 

Deaths: 

M. 

F. 

Total 

Death  rate  per  1,000 

34 

28 

62 

12-81 

Deaths -from  Heart  Disease 

Rate  per  1,000  of  the  population 

Deaths  from  Vascular  Lesions  of  the 

-  16 

8 

24 

4.56 

Nervous  System 

Rate  per  1,000  of  the  population 

3 

4 

7 

1.45 

Deaths  from  Cancer 

Rate  per  1,00G  of  the  population 

6 

7 

13 

2.69 
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Comparative  Table  of  Birth  and  Death 
Rates  during,  the.  year  I960. 


1 

Area 

■ 

Live  Births 

Deaths 

.  . 

1 

Deaths  of 
Children  Under 
One  Year  of  Age 
Per  1,000 
Registered  Live 
Births. 

England  and 
Wales 

(Rates  per  1,000  \ 

17.1 

lome  population) 

11 « 5 

21.7 

Adjnini  st  rat  ive 
County 

16.73 

11=  25 

19.27 

M.  B.  and  U.D. s 

— 

i  16  71 

-  - 

11.77 

19.17 

1 

R.  D.  s 

> 

16.88 

10.36 

• 

!  15-38 

1 

! 

Table  of  Birth,  Death  and  Infant  Mortality  Rates. 

Norton  U.D.C. 


Year 

Crude 

Corrected 

Crude 

Corrected 

Infant 

Birth  Rate 

Birth  Rate 

Death  Rate 

Death  Rate 

Mortality 

1950 

15.  6 

_  mmm  — 

10.04 

.... 

Nil 

1951 

15,0 

— 

13.01 

Nil 

1952 

14.8 

15.2 

9.87 

8.78 

14 

1953 

14.15 

14.57 

13.56 

12.06 

14 

1951- 

14.90 

16.39 

11.18 

10.39 

23 

1955 

16.36 

18.00 

14.49 

13.48 

25.3 

1956 

15.38 

16.92 

11.23 

11.34 

13.51 

1957 

14.32 

15.61 

IO.58 

10.69 

Nil 

1958 

14.91 

16.25 

12.42 

12.54 

55.55 

1959 

15.70 

17.11 

12.40 

12.52 

26.32 

I960 

15.50 

16.90 

12.31 

12.94 

66.  66 
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Table  Shoeing  Causes  of  Death  in  Norton  U.D„C. 


I960 


Male  Female 


All  Causes 


34  28 


1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 

9. 

10. 

11. 

12. 

13. 

14. 

15. 

16. 

17. 

18. 

19. 

20 . 
21. 
22. 

23. 

24. 

25. 

26. 

27. 

28. 

29. 

30. 

31. 

32. 

33. 

34. 
35- 
36. 


Tuberculosis,  respiratory 
Tuberculosis,  other  ... 

Syphilitic  disease  ... 

Diphtheria  . „  . 

Tfhooping  Cough . 

Meningococcal  Infections 
Acute  Poliomyelitis  ... 

Measles  . 

Other  infective  and  parasitic  disease 
Malignant  neoplasm,  stomach  ... 
Malignant  neoplasm,  lung,  bronchus  . 
Malignant  neoplasm,  breast  ... 
Malignant  neoplasm,  uterus  ... 
Other  malignant  and  lymphatic  neopla 

Leukaemia,  aleukaemia  . 

Diabetes  . 

Vascular  lesions  of  nervous  system  . 

Coronary  disease,  angina  . 

Hypertension  -with  heart  disease 

Other  Heart  Disease  . 

Other  circulatory  disease  ... 

Influenza  .  ... 

Pneumonia  . 

Bronchitis  ...  .". .  ... 

Other  diseases  of  respiratory  system 
Ulcer  of  stomach  and  duodenum  ... 
Gastritis,  enteritis  and  diarrhoea  . 

Nephritis  and  nephrosis  . 

Hyperplasia  of  prostate  . 

Pregnancy,  childbirth,  abortion 

Congenital  malformations  . 

Other  defined  and  ill-defined  disease 
Motor  vehicle  accidents  ... 

All  other  accidents  ... 

Suicide  . 

Homicide  and  operations  of  war 


sms 


Total 

62 

1 


3 

1 

4 

5 


7 

15 

1 

8 
2 


1 


1 

1 

1 

8 

2 
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Table  Showing  Age  and  Sex  Distribution  of  Deaths 

during  I960 


Male 

Female 

Total 

Under  1  year 

9  9  0 

999  999  999 

4 

1 

5 

1-4 

•  •  • 

9  9  9 

999  990  909 

— 

— 

• 

5  -  14 

0  ©  0 

9  9  9 

090  999  099 

— 

— 

— 

15  -  24 

•  e  • 

9  9  9 

090  099  .999 

— 

— 

25-44 

•  •  • 

0  9  9 

999  900  909 

— 

1 

1 

6 

45  -  54 

•  09 

9  9  0 

999  999  999 

4 

2 

55  -  64 

•  09 

O  9 

909  090  009 

3 

2 

5 

65  -  ik 

9  9  9 

9  9  9 

099  999  009 

12 

8 

20 

75+ 

9  0  9 

9  0  9 

999  999  909 

11 

14 

25 

•  '  • 

34 

28 

62 

-Table 

ShoY/ing 

Age 

and  Sex  Distribution 

of 

Deaths 

from 

Cancer  during  i960 

Under 

1  year  . „ .  . . .... 

Male 

Female 

Total 

1  - 

k  999  999  999  099  999 

— 

— 

5  - 

lZj-  999  999  999  909  999 

— 

— 

— 

15  - 

24  .  .  .  ...  ...  .0.  ... 

— 

— 

— 

25  - 

44  ...  .  ...  .0. 

— 

1 

1 

45  - 

54  ...  ...  ...  . . ' 

2 

1 

3 

55  - 

990  999  999  999  990 

- 

1 

1 

65  - 

Ik  09©  ©CO  900  009  009 

2 

— 

2 

7 .0.  ...  ...  ...  ... 

2 

'  4 

6 

6  7  13 


Prevalence  of,  and  Control  over  Infectious  Disease 

The  following  cases  of  infectious  disease  have  been  notified 
during  the  year  : - 

Measles .  .  ..  Nil  (ll8) 

Tuberculosis  respiraicay  2  (4-) 

Scarlet  Fever  ...  1  (Nil) 

(Cases  occurring  in  1959  are  shown  in  parenthesis) 

Cases  of  infectious  disease  are  admitted,  when  hospital  treatment 
is  necessary,  to  the  Isolation  Hospitals  at  York  or  Scarborough. 
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Tuberculosis 


Two  new  cases 
There  was  one  ddath 


of  Tuberculosis  came  to  notice 
from  Pulmonarv  Tuberculosis. 


during  the  year. 


At  the  end  of 
follows ; 


i960  cases  on  the  Tuberculosis  Register  were  as 


Pulmonary  i.ales  ... 
Non- Pulmonary  Males 
Pulmonary  Females  . . . 
Non-Pulrjonary  Females 


16 

2 

11 

4 

33  cases 


Vaccination  against  Smallpox. 


The  following  table  shows  number  of  persons  vaccinated  or 
revaccinated  during  the  year  I960. 


Age  at  Date  of 
Vaccination 

Under  1 

1  year 

2  to  4  1  5  to  14 

15  or  over 

■ 

Total 

x  umber 

Vaccinated 

21 

— 

1 

4 

1 

27 

Number 

jRevaccinated 

i 

mm 

- 

- 

_ 

3 

— 

Immunisation  against  Diphtheria 


follows 


The  figures  for  immunisations  carried  out  during  the  year  are  as 

Primary  Immunisation 


Aged  Under  9  5  ~  14  otal 

34  -  34 


Reinforcing  or  "booster"  infections  .....15 

Of  the  thirty- four  children  under  five  years  of  age  who  are 
shown  as  having  been  immunised  against  diphtheria,  all  were  at  the 
same  time  immunised  '-gainst  Who  oping  Cough. 

The  following  table  shows  the  position  as  regards  the  total 
number  of  children  who  have  been  immunised  at  any  one  time  and  also 
as  regards  those  who  have  been  immunised  or  re- immunised  during  the 
last  five  years. 
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Number  of  Children  who  received 


Number  of 


Total 


primary  or 
within  the 

re- inforcing 
last  5  years 

injections  * 

(1936-56) . 

children  under 

15  immunised 

Number  of  1 

Children 

Immunised  j 

1946-60.  * 
l 

Aged  under 

5  j  Aged  3  to 

— i 

r 

14 •  Total  | 

mure  man 

ago  (1946 

-55) 

232 

1 

|  217 

1 

1  M-9  i 
•  1 

«  1 

: l 

518 

- 1 

967 

i  | 

GENERAL  PROVISION  OF  HEALTH  SERVICES  NON  THE  AREA. 

(a)  Laboratory  Facilities. 

Bacteriological  samples  are  examined  at  the  Public  Health  Labora¬ 
tory  situated  in  Hull. 

(b)  Ambulance  Service. 

Ambulances  stationed  in  Mai ton  are  available  for  use  in  the  District, 

(c)  Nursing, 

A  domiciliary  nursing  and  midwifery  service  is  available  in  the 
District  as  part  of  the  County  Council’s  scheme  under  the  National 
Health  Service  Act. 

(a)  Treatment  Centres  and  Clinics. 

These  are  provided  by  the  County  Council.  A  child  Welfare  Centre 
is  held  fortnightly  in  the  Church  Hall,'  An  Ophthalmic  Clinic  is  held 
monthly.  Clinics  for  the  treatment  of  Venereal  Disease  are  situated 
in  York  and  Scarborough. 

(e)  Hospitals 

G-eneral  medical  and.  surgical  cases  are  admitted  to  Hospitals  at 
Malton,  Driffield,  Scarborough  and  York.  Maternity  cases  go  to  the 
We stow  Croft  Nursing  Home  at  Westow. 


National  Assistance  Act,  1948. 

It  has  not  been  necessary  to  take  any  action  under  Section  47  of 
this  Act  during  the  year. 

SANITARY  C  HCUMSTAMC5  S  OP  THE  AREA. 


Water  Supply. 

The  Water  is  from  a  deep  bore  well  situate  in  the  district  and  is 
pumped  to  a  reservoir.  The  water  is  treated  by  chlorination  and  is  dis¬ 
tributed  throughout  the  district. 

The  water  has  been  satisfactory  in  quality  and  quantitj^  throughout 
the  year. 


Samples  of  water  are  submitted  for  bacteriological  examination  at 
regular  intervals. 
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Sewage  Disposal. 

A  modern  sewage  disposal  works  serves  the  needs  of  the  adjoining 
Districts  of  Norton  and  Mai ton. 
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NORTON  URBAN  DISTRICT  GOING IL. 


ANNUAL  REPORT  OF  THE  SENIOR  PUBLI,  HEALTH  IN3FEGTQR 

for  the  year  I960. 


Staff: 

Mr.  R.  W.  G.  Sinclair. . .  Senior  Public  Health  Inspector 

(and  Surveyor).  (Public  health 
Inspector's,  Sanitary  Science, 
Smoke  Inspection,  I 'eat  and  Other 
Foods  Inspection  Certificates  of 
the  Royal  Society  of  Health) . 


Mr.  G.  A.  Boanas .  Meat  Inspector  and  Additional 

Public  Health  Inspector.  (Public 
Health  Inspector's,  Meat  and 
Other  Foods  Inspection  Certificates 
of  the  Royal  Society  of  Health). 


Mr.  T.  E.  Buckle 


Pupil  Public  Health  Inspector. 


■  •  . 


■ 


Mr.  Chairman,  Lacies  and  G-entlernen, 

I  herewith  present  my  report  as  Senior  Public  Health 
Inspector  for  the  /ear  I960. 

The  following-  tables  Nos.  I,  II  and  III  -  which  do  not 
include  Council  house  maintenance  -  summarise  the  general  routine 
work  of  the  District. 

1.  Routine  Inspection  Work. 


Table  I. 


Total  Number  of 

tt  !t  It 

;t  it  tt 

tt  ;t  ti 

1!  11  tt 

tt  tt  tt 

tt  tt  it 

tt  tt  tt 


Inspections  . . . 

Defects  found  . 

Defects  remedied  . 

Premises  affected  . 

Informal  Notices  served  ... 
Informal  Notices  complied  with 
Statutory  Notices  served 
Statutory  Notices  complied  with 


2,009 

200 

190 

71 

81 

78 


Table  II. 


Inspection  of  D.vellinghouses. 


Re  Dirty  Conditions  .  3 

Re  Other  Conditions  .  138 

Inspections  re: 

Bakehouses  .  13 

Dairies .  13 

Drain  Tests  .  23 

Food  Preparing  Premises  .  75 

Factories  ...  . . .  45 

Food  Shops  .  75 

Ice  Cream  Premises  .  2 

Meat  Inspection  . .  916 

Miscellaneous  Visits  .  66 

Offensive  Trades  .  12 

Premises  re  Rats  .  . .  95 

Refuse  Disposal  . .  57 

Sewage  Disposal  ....  82 

Shops  re  Sanitary  Conditions  .  7 

Smoke  Observations  .  2 

Swimming  Bath  .  110 

Water  Works  .  . . . .  ...  109 

Works  in  Progress  ...  166 


-  15  - 


Table  III. 


Dwellinghouses. 


Floors  repaired  or  renewed  . . . .  21 

Ceilings  . .  ...  ...  . . . .  19 

Water  Supplied  repaired  . .  . . .  15 

Internal  Water  Supplies  provided  . . . .  .  11 

Chimney  Stacks  Repaired  ...  6 

Premises  cleaned  or  disinfected  . . . . .  3 

Windows  repaired  or  renewed  . . . .  ...  ...  ...  H 

Walls  (external)  repaired  . . .  10 

Walls  (internal)  repaired  . .  .  17 

Roof  s  repaired  „  . .  ...  ...  . . .  » •  •  *  •  ° 

Eaves  gutters  repaired  or  renewed  . . ...  1 

Rain  Water  fall-pipes  repaired  or  renewed  .  1 

Yard  surfaces  repaired  . . .  6 

Miscellaneous  repairs  .  . .  31 


Drains” 


Length  cf  Drain  tested  in  feet. 


Cleansed 

Reconstructed 

’Water 

Smoke 


... 

. . .  16 

. ..  540 
,  . .  NIL 


Inspection  Chambers. 

Built 

Repaired 


Cesspools 

Emptied 

Abolished 

7/ater  Closets. 


5 


'4 


Provided  for  houses  -  additional  5 
Provided  for  houses  -  ex  pail  closets  - 
Provided  for  workplaces  2 
Fittings,  repaired  or  renewed  1 


Pail  Closets. 


Abolished 


Nil 


Ashbins 


Renewed 


16 
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2.  Housing. 


New  Houses  completed. 

2_  (i)  Built  by  private  owner  3 

(ii)  Built  by  Council  Nil 

2.  Houses  Purchase  and  Housing  Act,  1959 

During  the  year  fourteen  applications  were  made  and 
approved  for  Standard  Grants  making  a  total  of  twenty- two 
since  the  Act  came  into  operation  on  14th  June,  1939 

3.  Water  Supplies. 

The  town  continued  to  draw  its  water  from  the  twin 
boreholes  situated  at  Hcwe  Hill. 

The  plant  has  functioned  well.,  and  at  no  time  during 
the  year  was  there  a  shortage  of  water.  There  have  been 
isolated  complaints  about  lack  of  pressure,  but  in  all  cases 
the  trouble  has  been  due  to  the  inadequacy  of  the  service  pipes 
to  the  premises,  the  demand  for  water  having  doubled  or  trebled 
but  no  attempt  made  to  increase  the  size  of  the  supply  pipes. 

The  quality  of  the  untreated  water  is  satisfactory. 

Water  consumption  for  the  year  was  96,136,000  gallons  as 
compared  with  99,608,000  gallons  in  1959.  Metered  supplies  were 
practically  identical  with  the  previous  year  -  23,241,000. 


Table  IV 


Cost  per 


Consumption 

Gross  Cost 

1,000  gll 

30,977,000 

£2,901 

8.597a. 

97,509,000 

£2,691 

6.623d. 

105,259,000 

£2,809 

6„406d. 

100,264,000 

02,679 

6.413d. 

95,205,000 

£2,792 

7.038d. 

97,848,000 

£3,091 

7.58ld. 

99,608,000 

£2,915 

7. 022d. 

96,136,000 

02,765 

6.902d. 

despite  continually  rising 

costs  of 

1952  (last  complete  year  of 
Diesel  Drive) 

1954  (First  complete  year  of 

Electric  Drive) 

1955 

1956 

1957 

1958 

1959 

1960 


labour  and  materials,  the  gross  cost  of  running  the  water  works 
remains  stable. 
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Table  Y. 


Annual  Consumption 


Norton  U.D.  Population 
Total  Supplied  -  all  purposes 
Petered  Supplies 
Non-metered  supplies  (Mainly 

domestic) 


4,84-C 
96,136,000 
28,241 5 000 

67,395,000 


Consumption  per  head  per  day. 

All  purposes 


^on-metered  (mainly  domestic) 


1958 

1959 

1960 


55-5  glls.  36.82  gallons 

56.39  M  40.37 

54.26  "  38.33 


Sampling  of  Water. 

Samples  of  later  were  taken  regularly  during  the  year  -• 
either  untreated  water  direct  from  the  boreholes,  or  after  chlori¬ 
nation  at  various  points  throughout  the  distribution  system. 

The  samples  were  submitted  to  the  Public  Health  Laboratory 
Service  at  Kingston- upon-Hull  for  bacteriological  examination. 

The  twenty- seven  samples  of  untreated  water  were  all  classed 
as  excellent,  and  of  the  seventy-one  chlorinated  samples,  sixty-eight 
were  classed  as  satisfactory  anc  three  as  unsatisfactory. 

The  three  unsatisfactory  samples  were,  I  think,  due  to 
either  faulty  sampling  or  some  very  temporary  localised  source  of 
pollution  as  repeated  samples  at  the  same  points  have  all  seen 
satisfactory. 

Table  VI. 


Type  of  Water 

No.  of  Samples  taken 

Satisfactory 

Unsatisfactory. 

Chlorinated 

71 

68 

3  . 

Untreated 

27 

27 

Totals: 

98 

95 

3 
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4.  Swimming  Baths. 


The  Council  run  the  only  pif  lie  swiixring  pool  in  the 
district. 

The  pool,  which  is  open-air,  has  a  capacity  of  64,000 
gallons,  and  at  present  is  operated  on  the  "Empty  and  Pill" 
system.  The  water,  which  is  changed  at  approximately  7/8  day 
intervals  is  obtained  from  the  Town's  supply. 

The  v'ater  is  chlorinated  by  an  automatic  dozing  apparatus, 
and  samples  for  bacteriological  examination  are  taken  nearly 
every  week,  when  the  baths  are  in  operation. 

The  following  is  a  summary  of  the  samples  taken  in  I960. 

No,  of  Samples  taken  Satisfactory  Unsatisfactory 

12  6  6 

During  I960,  tenders  ”rere  obtained  and  a  contract  signed 
and  by  the  end  of  the  year  work  was  in  progress  for  the  provision 
of  a  continuous  Filtration  and  Chlorination  plant,  together 
with  all  necessary  ancillary  equipment. 

The  plant  will  be  in  operation  for  the  1961  season. 

The  attendances  at  the  baths  during  I960  were  9,703. 

5.  Drainage  and  Sewerage. 

(a)  During  the  year  the  Town's  sewerage  system  continued 
to  function  satisfactorily. 

(b)  Housing  development  in  the  Town  has  been  severely 
curtailed  for  a  number  of  years  by  the  lack  of 
suitable  sites  capable  of  being  readily  sewered. 

The  Council  are  fully  aware  of  the  position  and 
preliminary  discussions  have  taken  place  as  to  the 
possibility  of  laying  a  15"  sewer  in  Langton  Road  at 
sufficient  depth  to  drain  at  least  40  acres,  and  this 
would  be  sufficient  land  for  about  400  houses. 

6.  Public  Cleansing. 

The  public  cleansing  services  have  been  carried  out 
in  a  satisfactory  manner  and,  generally,  a  weekly  collection 
of  refuse  maintained. 
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5.  Public  Cleansing  (Pont.) 


The  reduction  of  the  working  week  for  the  Manual  "Workers 
from  44  to  42  hours  will,  however,  produce  certain  difficulties 
unless  overtime  is  worked  to  compensate  at  least  in  part  for 
the  lost  time. 

Some  curtailment  of  street  -sweeping  will  be  necessary, 
and  the  maintenance  of  a  weekly  refuse  collection  at  Bank  Holidays 
impossible. 

Tipping  continued  to  take  place  at  the  Beverley  Road  site. 

The  tip  was  treated  8  times  for  rats. 

7.  Salvage 

The  market  for  clean  baled  waste  paper  continued  steady, 
the  price  being  £7.  Os.  Od.  per  ton. 


0 

•‘O 

S  0 

d. 

Baled  Waste  Paper 

450 

17. 

9o 

Scrap  Metal  •  ...  ... 

6 

10. 

0 

457 

7: 

9. 

Year  Income  from  Salvage 


£  s. 

d. 

1952  ............ 

176  1. 

1. 

1953  . . 

161  3. 

7. 

1954  . . 

327  2. 

3 . 

1955  . . .  - .  • 

441  18. 

3. 

1956  . . . 

190  11. 

1. 

1957  . . . 

344  1C. 

0. 

1,'58  •••••eottcot 

332  7. 

8. 

1  ~j  5  9  .«»».». oo.o. 

404,19. 

4 

8.  Flooding 

In  October,  I960,  flooding  took  place  principally  in  and 
around  the  lower  section  of  Welham  Road  and  Church  Street. 

The  following  properties  were  affected  in  varying  degrees: 
Bark  Knotts  Villas,  Derwent  Terrace,  Robson’s  Garage,  Clothing 
Factory,  Taylor's  Sawmills,  Bovvers  Garage,  Griffin  Hotel,  Majestic 
House,  Stannards  Shop,  103,  IO5,  107  Scarborough  Road,  1,  Wallgate 
Lane  -  altogether  about  20  houses  plus  business  premises.  Several 
other  premises  were  affected  in  lesser  degress  and  in  some  cases 
water  only  kept  out  of  the  houses  by  sandbagging. 
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The  following  actions  were  initiated  by  the  Council 
to  alleviate  conditions 

(a)  All  sewage  pumping  stations  were  kept  going  and 

as  a  result  no  sewage  entered  the  streets  or  houses. 

(b)  Duckboards  were  provided  in  Welham  Road,  St. 

Nicholas  Street  and  Church  Street. 

(c)  A  ferry  service  operated  with  the  "Opperman"  Motor 
Vehicle  in  part  of  'Velham  Road,  where  the  v/ater  v/as 
too  deep  for  duckboards. 

Immediately  the  flooding  subsided  the  following  assistance 
was  given  to  the  occupants  of  houses  that  had  been  flooded 

(a i  Council  workmen  assisted  in  cleaning  out  and 
disinfecting. 

(b)  The  Fire  Service  was  called  in  to  pump  out  flooded 
sub-floor  cavities. 

(c)  The  Royal  Air  Force  from  Dishforth,  on  request, 
supplied  six  hot  air  driers,  together  with  all 
necessary  personnel,  these  dried  out  in  hours  houses 
that  would  normally  have  taken  weeks  by  any  other 
method. 

These  last  three  steps,  I  think,  helped  in  some  measure 
to  minimise  the  hardships  and  economic  loss  suffered  by  the 
occupants  of  flooded  houses. 

9.  Meat  Inspections. 


The  following  tables  indicate  the  work  entailed  in 
carrying  out  meat  inspection  at  the  two  Eacon  Factories  in  the 
Town. 


Table  VII 


xear  Pips  Slaughtered  Carcases  Condemned  Percentage  Condemned 

for  Tuberculosis 


1952 

170,841 

273 

1953 

174,897 

140 

1954 

194,3-37 

124 

1955 

147,002 

75 

1956 

124,426 

47 

1957 

133,025 

36 

1953 

151,447 

45 

1959 

156,130 

13 

i960 

103,459 

15 

The  fall  in  the  number  of 
the  peak  year  194,387  will  be  noted. 


•  15w 
.  080 1 
.  O64  3 
.  051% 

.  038;, 

.  027;$ 

.029:4 

.0083/1 

.0144 

pigs  slaughtered  to  103,459  from 
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Disposal  of  Condemned  Meats. 


The  disposal  of  condemned  meat  operated  as  in  the  past 

years. 

The  majority  of  condemned,  plucks  from  both  factories  are 
used  by  the  Welham  Park  Fish  Hatcheries  Ltd.  Messrs.  Bowers' 
Bacon  Factory  deal  with  all  condemned  meats  on  the  premises  in 
an  Iwel  Labs  Destructor.  Yorkshire  Farmers'  Bacon  Factory  Ltd.  - 
after  staining  green  -  transport  all  condemned  meat  to  their 
Sherburn  Factory  for  disposal. 

The  following  table  shows  the  number  of  pigs  which  have 
been  inspected  and  indicate  the  variety  and  incidence  of  disease. 


Table  VIII 


Yorkshire  Farmers'  Bacon  Factory 

Total  Kill  86,308 

Amounts  Condemned 


Pork 

Offal 

Description 

No. 

v/t.  in  lbs. 

Description 

No. 

Wt.  in  lbs. 

Carcases 

Part  Carcases 
Heads 

236 

217 

5,332 

■  6, 961 

4,4 13 
53,320 

-  " 

Plucks 
(Hearts, 
lungs  s 
livers. 
Trachea, 
Oesophagus) 
Intestines' 
(Stomach, 
spleen  and 
Mesentery) 

3A55 

3,299 

22,065 

23,093 

Total  Weight  Condemned 

Pork  -  94,694  lbs.  (approx.  42A  tons) 
Offal  -  45,178  lbs.  (approx.  20  tons.) 
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Borers*  Bacon  Factory 


Total  Kill  16,931 

Amounts  Condemned 


Pork 

Offal 

Description 

No. 

Wt.in  lbs. 

Description 

No. 

Wt.in  lbs. 

Carcases 

31 

4,150 

Plucks 

1,045 

7,315 

Part  Carcases 

13 

352 

Intestines 

627 

4,369 

Heads 

556 

_ 1 

5,560 

Total  Weight  Condemned. 

Pork  -  10,062  lbs.  (approx  4-V  tons) 
Offal  -  11,634  lbs.  (approx  5  tons) 


The  total  weight  of  pork  and  offal  condemned  at  the  two  bacon 
factories  was  l6l,618Ibs  (72  tons). 


Table  DC 


Carcases  and  Offals  inspected  and  Condemned  in  whole  or  part 


Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 
and 
Lamb  s 

Pigs 

-L/rsea 

Number  killed 

— 

— 

— 

- 

105,459 

— 

Number  Inspected 

— 

— 

— 

— 

1Q3,459 

*• 

All  Diseases  except 
Tuberculosis  &  Cysticercosis 

Whole  carcases  condemned 

252 

Carcases  of  which  some  part 
or  organ  was  condemned 

— 

— 

— 

6,  200 

— 

Percentage  of  the  number 
inspected  affected  with 
disease  other  than  tuber¬ 
culosis  or  cysticercosis 

-i 

— 

— 

— 

-k 

— 
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Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Horses 

Tuberculosis  only 

Whole  carcases  condemned 

1 — 1 

Carcases  of  -which  some  part 
or  organ  was  condemned .  . 

. 

3, 888 

Percentage  of  the  number 
inspected  affected  with 
Tuberculosis 

— 

— 

— 

— 

5.8/o 

— 

Cysticercosis 

Carcases  of  which  some  part 
or  organ  was  condemned 

Carcases  submitted  to  treat¬ 
ment  by  refrigeration 

_ 

Generalised  and  totally 
condemned 

- 

- 

.  .  - . 

— 

— 

— 

Table  X. 

Summary  of  the  Diseases  in  respect  of  carcases  and  all  organs  being 
_ Totally  Condemned  (Both  Factories) _ 


Disease  Number 

Disease 

Number 

Abscesses  -  Multiple 

33 

Odour  -  offensive 

<4- 

Accident 

92 

Oedema 

Q 

y 

Anascara 

1 

Peritonitis  -  septic 

5 

Arthritis  -  Septic 

6 

Peritonitis  -  Tuberculosis 

2 

Bruising  -  Extensive 

3  - 

Pleurisy  -..Septic 

1 

Carcinoma 

1 

Pneumonia  -  Septic 

22 

Emaciation  -  Pathological 

11 

Septicaemia 

17 

Arthritis  oc  Tuberculosis 

5 

Swine  Erysipelas 

8 

Fever  -  Acute 

19 

Swine  Fever 

hr 

Jaund-ice 

3 

Tuberculosis  -  generalised 

15 

Lymphatic  Leukamia 

1 

Uticaria  ' 

5 

267 

During  I960  some  103  samples  were  sent  from  the  Bacon  Factories  to  the 
Public  Health  Laboratory  Services. 

At  the  request  of  Dr.  McCoy  -  Director  of  the  Laboratory  some  forty- two 
samples  of  dried  blood  were  taken  over  a  period  of  six  months  from  both 
factories  and  forwarded  to  him.  Tests  were  carried  out  to  ascertain 
’whether  or  not  organisms  of  the  Salmonella  or  Shigella  group  were  present. 

All  results  proved  negative. 
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The  remaining  6l  samples  were  to  help  in  the  identification 
or  confirmation  of  particular  parasitical  conditions  or  diseases. 

t 

The  assistance  and  advice  given  by  Dr.  McCoy  in  this  sphere 
has  been  of  great  value,  and  is  very  much  appreciated. 

There  were  four  confirmed  cases  of  Swine  Fever  in  the  Factories 
and  this,  together  with  the  Foot  and  Mouth  Restrictions  in  force  towards 
the  end  of  the  year,  tended  to  disrupt  the  normal  inspection  routine. 


10.  Milk 


The  duties  in  this  section  are  now  very  limited. 

Under  the  Milk  (Special  Desi'  iations)  Regulations,  I960,  the 
County  Council  are  now  the  licencing  authority  and  licences  are  issued 
for  a  period  of  five  years. 

The  fo Having  licences  have  been  issued  for  the  period 
1.1.61  to  31.12.65, 

Six  Dealers  licenced  to  sell  T.T.  milk 

Seven  Dealers  licenced  to  sell  Pasteurised  Milk. 

One  Dealer  licenced  to  sell  Sterilised  Milk 

Results  of  Tests 


Biological  Examination. 


Designation 

Samples 

Submitted 

Tuberculosis  j  Brucella  Abortus 

Positive  ,  Negative  i  Positive  1  Negative 

1_ I 

Pasteurised 

Tuberculin 

Tested 

\  ;  i 

1  '  » 

,  -  -  1  ! 

1  1  i 

2  j  -  '  2  !  2 

Bacteriological  Examination. 


Designation 

Samples 

Methylene  Blue  Test 

Phosphatase  Test 

Submitted 

Satisfactory 

Jnsatis, 

Satisfactory 

Unsatis. 

Pasteurised 

Tuberculin 

7 

7  . 

- 

7 

- 

Tested 

j _ _ 

2 

2 

* 

11.  Food  Hygiene. 


During  the  year  the  following  visits  were  made  in  connection 
with  food  hygiene 


Bakehouses  .  13 

Food  Preparing  Premises  . .  73 

Food  Shops  ..  . .  ..  ..  75 


Some  29  infringments  of  the  various  Regulations  in  respect 
of  Food  Hygiene  ••'■ere  Brought  to  the  attention  of  the  occupants,  their 
employees,  or  persons  responsible  for  the  handling  of  meat  and 
other  foods. 


Premises  Registered  under  Section  16 ,  Food  and  Drugs  Act,  1955° 


Fish  Frying  .  3 

Manufacture  of  sausages  etc.  6 

Storage  and  Sale  of  Ice  Cream  14 


12 „  Council  Houses. 
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The  Number  of  Council  Houses  and  Flats  remained  at  349,  and 
in  addition  the  Council  manage  a  further  40  houses  belonging  to  the 
Workmen’s  Housing  Association. 


During  the  year  the  Council  entered  into  negotiations  with  a 
view  to  purchasing  these  latter  houses. 

The  efficient  and.  prompt  maintenance  of  the  Council  Houses 
is  becoming  increasingly  difficult,  the  problem  being  threefold. 

(a)  continually  rising  costs 

(b)  difficulty  at  times  in  getting  Contractors  to 
carry  out  repairs  -  owing  to  other  commitments. 

(c)  shortage  of  staff  to  carry  out  work  by  direct 
labour. 


The  total  number  of  visits  made  to  Council  Controlled  Houses 
in  respect  of  repairs  etc.  totalled  -  473 


13.  Rodent  Control. 


During  the  year  rodent  control  included  one  treatment  of  the 
Council’ s  -sewer,  one  treatment  of  the  three  sewage  Disposal  Stations, 
eight  treatments  of  the  Council’s  Refuse  Tip  and  in  addition,  eight 
other  premises  were  treated. 

I  would  like  to  thank  Mr.  G.  A.  Boanas,  Meat  Inspector  and 
Additional  Public  Health  Inspector,  and  Mr.  T.E.  Buckle,  Pupil  Public 
Health  Inspector  for  their  loyal  help  and  co-operation  during  the 
past  year. 

I  am, 

Your  obedient  Servant, 

R.  W.  G.  SINCLAIR 
Senior  Public  Health  Inspector. 
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